Other gravity filters 
o ProPur 
e Rebranded as ProOne Water Filters - https://prooneusa.com/ 
=  Gravity-fed filter is the G2.0 
e Advertised filtering capacity? 
e 7"-1000 gallons - 
https://prooneusa.com/product/proone-g2-0-7 
e 9"-1,200 gallons - 
https://prooneusa.com/product/proone-g2-0-9 
e Third party lab test results 
e https://prooneusa.com/proone-lab-report 
e Seems like false advertisement to me listing 
all of those NSF standards they don't 
actually have, but we'll see 
e Enivortek, shocker 
e ET has an IAPMO ID, | guess they 
test for IAPMO 
e It says it tests to all of these NSF 
standards, | wonder if it really does 
e Results 
e Pages 1-7, no information is given 
about how many gallons went 
through it 
e Red flag 
e Emerging contaminants - 100 gallons 
e 83.6% reduction 
e Microcystin LR - 5 gallons 
e 99% reduction 
e Microbes - 50 gallons 
e "Passed" 
e Good to know it'll do 
50 gallons of getting 
rid of living organisms 
e PFOAs - 200 gallons 
e Units 
e https://www.epa.gov 
/sites/default/files/20 
15- 
09/documents/epa81 


6f15001.pdf 
e ng/L for water 


contaminant 
concentration 
is ppt 


NSF 


WQA 


NSF 42 - Aesthetic Effects 


Materials only 


Limits 


1 ppt = 1 drop 
in 1 trillion 
gallons of 
water 
mcg/L to ng/L 
e = mceg/L 
* 


1,000 
= ng/L 


1 ppt (though EPA 


recently said as low 

as 0.4 ppt, which is 

very hard to achieve) 
e 1,000*0.001=1 


Results 


So you need 
0.001 mcg/L 
to achieve the 
ideal limit 


e <0.01 - 0.02 mcg/L 


0.01*1,000=1 
O ppt 
e Clearly 

Filtere 
d 
pitcher 
did 
better, 
5 ppt 


Aluminum, Antimony, Arsenic, 
Barium, Lead (2015 test) 

No volume given for water 
passed through the filter for 


the test 


e Red flag 


e Seems they didn't actually test any water, just that the materials 


used in the filtering equipment meet the standard. 


No listing 


IAPMO 


= No listing 
My takeaway 
= No 


e They don't say how many gallons are tested by Envirotek for all of the 
tests, and one of the tests is old, 2015 
e They deceptively put "NSF" on everything, but all they did was get the 
equipment up to the "aesthetic" standard. 
e Clearly Filtered's pitcher does better in Envirotek's PFAS test than this 
filter 
e 50 gallons of living organisms filtering 
e | wonder if any other filters do better 
AlexaPur 
e https://alexapure.com 
= Gravity filters - https://alexapure.com/collections/water- 
filtration/products/alexapure-pro-certified-replacement-filter 
e 5,000 gallons 
e I'm very suspicious 
e Test results - 
https://cdn.shopify.com/s/files/1/2918/4630/files/AlexapureTest 
Results-Fall-16 6040d8c3-6a09-4275-9127- 
1de7ad237305.htm?5905571172057767528 
e Why does everyone use Envirotek? Weird. 
e Old, it's from 2015 
e The main stuff 
e No gallons listed for the life cycle of the filter 


e Red flag 
e Bacteria, Virus, and Microspheres 
e 200 gallons 
e Passed 
e That's better than ProOne's 
e EColi 
e 10gallons 


e Passed 
e Gross Beta 
e What is that? 

e https://www.usgs.gov/publications/gross- 
beta-activity-ground-water-natural-sources- 
and-artifacts-sampling-and-laboratory 

e Radioactive isotopes, | guess, so 
nuclear radiation 
e 20 gallons 
e Passed 
e Uranium 


e 20 gallons 
e Passed 
e Gross Alpha 
e 20 gallons 


e Passed 
e NSF 
= None 
e WQA 
= None 
e IAPMO 


= https://pld.iapmo.org/file_info.asp?file no=0009561 
e There is acert for an "AlexaPure G2O Replacement Filter" for a 
company called Ready Alliance Group, LLC 
e Ready Alliance Group, LLC owns the AlexaPure brand, | 
guess 
e The cert ensures there's low Lead in the product 
e My takeaway 
"= No 
e Allthe same reasons as for the ProOne, except that the microbes 
are a little better (minus the E coli, though ProOne doesn't even 
list how many gallons were tested for it's E Coli test) 


o AquaRain 
e https://www.aquarain.com 
= Haven't done state-specific tests for CA, WI, and IA 
e Sounds like Berkey a bit 
= They just sell this filter - https://aquarain- 
com.3dcartstores.com/Ceramic-Filters-Each_ p 15.html 
= They say it'll last for "thousands of gallons" - 
https://aquarain.com/blog/how-long-do-the-filter-elements-last 
e Red flag 
= https://aquarain.com/blog/has-the-aquarain-been-laboratory-tested 
e They won't give a life cycle, but rather an effective size of the 
cleaned and scrubbed filter 
e They're only focus is living pathogens 
= https://aquarain.com/testing.pdf 
e 50 liters = 13.2 gallons 
e Only tested microbes and passed 
e Used lots of different labs 


e No dates 
e NSF 
= None 
e WQA 
= None 


"= None 
e My takeaway 
= Probably not 
e Only tested 13 gallons 
e No testing of any chemicals 
e appreciate their using different labs and only claiming to filter 


microbes 
e No dates 
o © JoyPur 
e | can't find any info on the manufacturer 
e NSF 
= None 
e WQA 
=" None 
e IAPMO 


=  https://pld.iapmo.org/file_info.asp?file no=0013707 
e Joypure is a Chinese company 


e Only certified to materials, no actual water tested 
Takeaway 
=" Definitely no 
o Crystal Drop 
e https://stpaulmercantile.com/response-to-natural-news-testing-of-gravity- 


water-filters 


= Crystal Drop is the SS body, and you can put whatever filters in there that 
will work with it 


= Mike Adams seemed to deceive 
e = https://www.waterfilterlabs.com/Index.html 
e | can't find anywhere that he names how many gallons he 
put through the filters 
e https://www.reddit.com/r/preppers/comments/2nix79/crystal drop water filt 
ers/ 
" Says it's sold by this company - https://stpaulmercantile.com/crystal-drop 
e Says the CeraMetix filter is the best to use with their SS cans/urns 
e Shows this as the filter, called ChemixGF - manufactured by Aqua 
Cera - https://stpaulmercantile.com/ceramic-and-carbon-block- 
filters/chemix-gf-6-fast-flow - no 
e http://www.aquacera.com/gravity-systems.html 
e Sheesh, doesn't even have HTTPS for the website, | 
wouldn't want to order 
e There's no ChemixGF 
e = http://www.aquacera.com/ceramic-filters.html 
e CeraSyl - 
https://www.aquaceradirect.com/collections/gravi 


ty-systems/products/cerasyl-turbidity-sediment- 
removal-gravity 
e No lab tests 
e CeraPlus - 
https://www.aquaceradirect.com/collections/gravi 
ty-systems/products/ceraplus-chlorine-taste-odor- 
reduction 
e No lab tests 
e CeraUltra 
e CeraMetix GF - 
https://www.aquaceradirect.com/collections/gravi 
ty-systems/products/cerametix-gf-gravit 
e Lab results - 
https://cdn.shopify.com/s/files/1/0272/066 
1/files/16- 


112 AquaCera Chem Red test.pdf?76725 
04941760631133 


e Envirotek... 
e 2016, old 
e No gallons given 
e But! emailed Jamie a while 
ago about this one, and | 
think he said 200 gallons 
e No PFAS tested 
e CeraMetix AMB 
e CeraMetix 
http://www.aquacera.com/carbon-technology.html 
e AquaMetix Candle 
e Quick Drip 
e Chemix GB 
e AquaMetix GB - 
https://www.aquaceradirect.com/collection 
s/gravity-systems/products/quickdrip- 
gravity-block-filters-1 
e Test results - 
https://cdn.shopify.com/s/files/1/02 
72/0661/files/16-509 AMX- 
GB_Test.pdf?146341963927433571 
61 
e 2016, old 
e No gallons given 
e No PFAS tested 


O 


| don't see any information on test results from third-party other than one NSF link for 
some of their filters showing that materials only comply with standard 42 
e https://info.nsf.org/Certified/DWTU/Listings.asp?TradeName=aquacera&Standa 


rd=&ProductType=&PlantState=&PlantCountry=&PlantRegion=&submit3=Search 
&hdModlStd=Modl|Std 


Purchasing - https://www.aquaceradirect.com/ 


=  https://info.nsf.org/Certified/DWTU/Listings.asp?TradeName=aquacera&Standa 


rd=&ProductType=&PlantState=&PlantCountry=&PlantRegion=&submit3=Search 
&hdModlStd=ModlStd 


e Just materials for Standard 42, no water tested 


WQA 

= None 
IAPMO 

= None 
Takeaway? 

= Meh 

= | don't think so 
Zen Water 


e https://zenwatersystems.com 
= They have "Countertop" models 
e Each one has "8-stage" filtration - 
https://zenwatersystems.com/collections/countertop/products/r 
ejuvenate 
e Micro-ceramic filter 
e 1,000 gallons 
e https://zenwatersystems.com/collections/filters/pr 
oducts/micro-ceramic-filter 
e 5-stage mineral cartridge 
e 500 gallons 
e https://zenwatersystems.com/collections/filters/pr 
oducts/5-stage-mineral-water-filter 
e Maifan mineral stones 
e 1,000 gallons 
e https://zenwatersystems.com/collections/filters/pr 


oducts/maifan-mineral-stones 


= There is no information on the site about lab testing, and there is one link 


that is broken - http://support.zenwatersystems.com/ 


e = It won't load 


= None 


WQA 
= None 
IAPMO 
= None 
Takeaway 
= Definitely no 
e No test results of any kind 
Purewell 
e https://www.purewell.com 
= Several typos and grammatical mistakes... 
= Main filter 
e https://www.purewell.com/collections/filter-elements- 
1/products/filter-elements-for-gravity-fed-water-filtration-system 
e 3,000 gallons 
e Red flag 
e = https://www.purewell.com/pages/test-reports 
e "Test Reports" 
e Supposed NSF cert for Standard 42 
e Company is Shenzhen Lebeaswert Environmental 
Protection Technology 
e There are no easily legible, legitimate test results on this 
page 
e NSF 
= There's a Chinese company with a "Purewell" fridge filter - 
https://www.waterdropfilter.com 
e Not the same company, yet they also have a gravity filter that 
looks suspiciously like the Berkey - 
https://www.waterdropfilter.com/collections/outdoor-water- 
filters/products/wd-tank-king-f-s 
e Yep - https://www.waterdropfilter.com/products/bb9-2- 
black-purification-elements-replacement-water- 
filter?variant=32772818763858 
e "It is interchangeable with Travel, Big, Royal, 
Imperial, Crown Series, Traveler, Nomad, King, Big 
Series, Doulton Super Sterasyl & ATC Super Sterasyl 
filter, W9361122 & W9361123 system." 
e 3,000 gallon for one "black element" 
e Red flag 
e There are no test or lab results on this site 
e Claims to have NSF, WQA, and IAPMO 
e Waterdrop King Tank 
e NSF 
e https://info.nsf.org/Certified/DWTU 


/Listings.asp?TradeName=waterdro 


(0) 


WQA 


IAPMO 


p&Standard=&ProductType=&PlantS 


tate=&PlantCountry=&PlantRegion= 
&submit3=Search&hdModlStd=Mod 


IStd 


e WQA 
e https: 


Pour-through is only for taste 
and Chlorine 


find.wqa.org/find- 


products/ctl/detail/mid/1054/sid/1/ 
keyword/waterdrop?cid=hongkong 
ecoaqua co. 


e IAPMO 


e https: 


Point-of-use (not gravity) 
filters are for taste and 
chlorine, and are low-lead 
equipment 


Id.iapmo.org/file info.asp?f 


ile_no=0011590 


Point-of-use and point-of- 
entry (not gravity filter) 

e Chlorine and taste 
https://pld.iapmo.org/file_in 
fo.asp?file_ no=0011591 

e POU and POE 

e Lead, Endrin, 
Cyst, Benzene, 
Carbofuran, 
Mercury 
https://pld.iapmo.org/file in 
fo.asp?file no=0011592 

e POU and POE 

e Bisphenol A, 
Estrone, 
Ibuprofen, 
Naproxen, 
Nonylphenol, 
Phenytoin 


There is a Purewell in Korea certified - https://purewell.co.kr/ 


None 


Outback Water 


https: 


Not the same type of filter, nor same company, Korea-only 


outbackwater.com/outback-gravity-powered-systems-faqs, 


O 


(0) 


(0) 


= They claim to have been tested to WQA standards 
e Nothing in the WQA database 
= NSF 
e Nothing 
"= IAPMO 
e | didn't look because they only say WQA 
| emailed and asked about the WQA results and labs - 9/29/22 


Gravity Well 


https://www.shtfandgo.com/product/gravity-well-water-filter-7-single 
= 1000-3000 gallons 
e Red flag 
= No test results anywhere 
e They have "results" but it's just text on the page, no verifiable 
data 


AquaPur 


There are several Aqua Pures, none gravity filters 


Survivalist Boards 
https://www.survivalistboards.com/threads/safe-water-theory.392651/page-2 
https://www.survivalistboards.com/threads/super-sawyer-kit.337720 
https://www.survivalistboards.com/threads/big-berkey-water-filter-am-i- 
making-a-wise-choice.982596/#post-21309453 
= Astronomy says that he has military and camping experience with the 
Katadyn drip, and he is pleased 
e He basically said to use the Ceradyn or the Doulton for ceramic 
options, and that it's for pathogens and microbes, not chemicals 
https://www.survivalistboards.com/threads/does-the-berky-water-filter-really- 


work.405126/page-2#post-9944481 


